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OCTOBER, 1951 


ANNOUNCING 


AMAX 


A SAFER ACCELERATOR 


for 


RUBBER and GR-S 


Watch for a complete description 
in the November Vanderbilt News 


R. T. VANDERBILT CO. inc 


230 Park Avenue, New York 17,N. Y. 





